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SUBJECT: IAEA CONSULTANTS MEETING ON CATALOGING OF SMALL AND 
MEDIUM POWER REACTOR DESIGN CHARACTERISTICS, VIENNA, 

JUNE 30-JULY 4, 1975 

REF: IAEA VIENNA 2339 

1. UPON RECEIPT AGENCY LETTER MENTIONED REFTEL, WHICH 
HOPEFULLY WILL PROVIDE ADDITIONAL DETAILS REGARDING PURPOSE OF 
SUBJECT MEETING, ERDA WILL CANVAS 4-5 U.S. COMPANIES WHICH MAY 
BE INTERESTED, AS WELL AS OAK RIDGE. IF QUESTIONNARIRE 

COULD BE PROVIDED SOONEST, BELIEVE THIS WOULD BE OF ASSISTANCE 
TO COMPANIES IN DETERMING DEGREE THEIR INTEREST. 

2. IN CONNECTION THIS SUBJECT, ERDA RECALLS THAT 
FOLLOWING PANEL ON POWER RACTORS OF INTEREST TO DEVELOPING 
COUNTRIES, NOVEMBER 1974, POLLIART HAD INDICATED FOLLOW-ON 
MEETING WOULD BE HELD RE FINANCING. W OULD APPRECIATE 
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